PROJECT  10073  RECORD  CARD 


1.  DATE 

2.  LOCATION 

^Jul  55 

Penbrook,  Pa 

3.  DATE-TIME  CROUP 

4.  TYPE  OF  OBSERVATION 

^^S^Grounif-Vi  suol 
O Air*  Vi  sual 

□ Ground- R odor 

OM-J-S/^tOOZ 

□ Air«lntarcopt  Rador 

5.  PHOTOS 

L SOURCE 

a Y*s 

xxO  N» 

civilian 

7.  L6NOTH  OP  OBSERVATION 

■ 

S.  NUMBER  OF  OBJECTS 

9.  COURSE  ^ 

three  minutes  . 

one 

ijp  and  down 

10.  BRIiP  SUMMARY  OP  SIGHTINO  . 

n.  COMMENTS 

12.  CONCLUSIONS 


□ 

□ 

D 

□ 

□ 

O 

□ 

□ 

□ 


Was  Balloon 
Probably  Balloon 
Possibly  Boll' 


□ 

□ 


Wos  Aircrolt 
Probably  Aireroft 
Possibly  Aireroft 

Was  Astronomicol 
ProboUy  Astror>omicol 
Possibly  Astronemleol 

Otho , Ui^rellable  Rpt 

Insufflelont  Data  for  Evaluotlon 
Unknown 


/ u 

One  saucer-shaped  silver  and  gold  vas 

seen  for  three  mutes*  Ohj  appeared  to  go  a 
up  and  dovn  and  then  to 


Have  received  three  rsnorts  for  this  sour 

•i^ 

two  of  which  were  fantastic*  Flight  3-F 
investigated  reliability  of  source. 

Form  l64  mailed  to  ch  server. 

Unreliable  report. 


>ct' 

fc'!'^i?iCci-K  , Pa 


ATie  FORM  329  <REV  36  SEP  52) 


♦9  '.T. 


